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1, A new distillation phase and power plant, to bt constructed ncar 
Regis Breitingen, havé-peen «aade the responsibility of the rre jektierurss= 
Konstruktion urd fontapebiiro in Leipzig br TAFT and the State Planning 


-Connission., The technical director of the office is Engineer {fnu) 
Hofmann, PKC1l Leipzig is to have the plans completed by 1 January 1953, 


The works are to be in operation by the ond of 195}. 


e. Plans call for a plant (Grosschwelerei) for the production of distilled | 
coke and distilled tar, according to the Lurgi process, fron lignite 
briquettes. Distilled coke is to be sent to the power plant, to be 
built at the sane time,for the output of electric power. ‘The distilled 
tar will be made into fuel by eitner hyirogenation or distillation. A. 
decision ebout the process to be used his not yet. been made, 


3 The distillation plant is to produce one “illion tons of lignite briquettes 
annually, A yearly output of 80,000 to 100,000 tons of distilled tur 

is exvected, ce ‘ 

4» Waen the Regis Brv'tingen plant is in operation, the State Planning 
Comnicsion expects that DDR production of tar will amount. to 400,000 tons 


per year, |. 
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